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Now, Doctor 


When Mrs. Jones says, “But, Doc- 
tor, is it necessary? Can’t you just 
fix it temporarily?”, you must 
convince her that temporary mea- 
sures are a waste of her money and 
your time. You cannot give her a 
dental education in ten minutes, 
but with an AMERICAN Diag- 
nostic Cabinet you can show her 
why complete treatment and better 
dentistry is best for her. The pic- 
tures support your statements with 
graphic, illustrative evidence, and 
as a result, Mrs. Jones gets a new 
conception of her case. And she 
leaves you, grateful for your ex- 
lanation, and satisfied that the 
ee you have quoted is fair and just. 


No. 1015 
Diagnostic Cabinet 


This AMERICAN unit is a com- 
lete, patented educational unit. 
t projects an educational film or 

your own X-Rays, magnifying them 
sixteen times. They are clearly 
visible up to fifteen feet. Comes 
complete with screen, film, light 
and projector . . . has four handy 
drawers . . . mounted on casters, 
easily movable. Write for detailed 
description. Use the coupon. 


Gentlemen: 


Dr. 


$3 
3 
By 


& AMERICAN CABINET COMPANY, Two Rivers, Wisconsin, Dept. A-12-37 


Please send me full information on your new No. 1015 Diagnostic Cabinet. 
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CAL-C-MALT 
feeds the teeth 


[t contains di-calcium phosphate, vitamin C, 
vitamin B), and minerals, in a delicious choc- 
olate base —just the kind of nutriment that 
teeth need to keep them sound. More and 
more dentists are advising their patients to 
take Cal-C-Malt to prevent caries and gin- 
givitis, and to preserve oral and dental health 
in general. In cases associated with vitamin- 
C deficiency they depend on it 


to raise the vitamin-C reserve. 4 . 


5 


12-0z. cans 5-lb. cans 


_ Dose: Two teaspoonfuls in a 
glass of milk 2 or 3 times a day. 


HOFFMANN.-LA ROCHE, Inc. 
Nutley, New Jersey 


HAVE YOU RENEWED 
YOUR SUBSCRIPTION FOR 1938? 


IF NOT THERE IS A CONVENIENT 
COUPON ORDER FORM ON PAGE 603 
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When the door 

swings open! 
Do you ever try to picture what is in a 
patient’s mind as he walks through the 
door entering your operating room? Is he 
saying, “Good afternoon, Doctor,” with 
his heart in his throat, and thinking to 
himself, ‘How I dread what I have to go 
through now!” 

The patient’s attitude is tremendously 
important—important to himself, because 
it determines whether or not he will see his 
dentist often enough to assure adequate 
dental care—and important to his dentist 
because dental practices are greatly in- 
fluenced by what patients think about 
dentistry and what they say about their 
dentists. 

McKesson analgesia has made it easy 
for patients to open the door. General prac- 
titioners who have been operating with 
McKesson analgesia realize that they 
have made dentistry more inviting to 
their patients. They have seen its value 
translated into fewer broken appoint- 
ments, more patients, and greater oper- 
ating efficiency. 

The new McKesson Easor brings anal- 
gesia within the budget of every dentist 
who wishes to avail himself of the advan- 
tages of McKesson analgesia. This remark- 
able new analgesia unit embodies features 
entirely new to analgesia apparatus. It is 
the product of over two years of research 
and engineering development. It is ex- 
tremely moderate in price. 

You will be interested in the story of 
the new McKesson Easor. This coupon 
will bring it to you. Return the coupon 
today. You will not be obligated in any 
way. 


SS 


McKesson Appliance Company 
Toledo, Ohio 


Please send me complete information on 
the McKesson Easor. 


(Or please use coupon on page 605) 
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‘HERE IT COMES!” 
by Charles Jacques (1813-1894) France. 


Caricature published in Charivari in 1843. 
A commentator writes, “The dentist shows 
no lack of enthusiasm for his work and the 
patient seems to lack a detached attitude 
towards the operation.” 


YOU CAN DEPEND ON 


ANACIN 


to make your patients more comfort- 
able when they suffer from either 
pre- or post-operative pain. 
Anacin acts quickly without de- 
pressing heart action or producing 
gastro-intestinal upset. If you are 
not receiving our regular Anacin , 
free sample service kindly write us 4 eng 
using your professionalletterhead. & | 


THE ANACIN COMPANY 
Jersey City, New Jersey 


(Please use coupon on page 605) 
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Notes on the Cuff 


Oct. 26—A group of dentists, half 
of whom are educators and half prac- 
titioners, argue about dental educa- 
tion. All agree that dental colleges, 
like animals, can suffer sterility from 
inbreeding. When a dental college 
shows a faculty top-heavy with its 
own graduates, with the avenues for 
new ideas from without closed, with a 
“reigning” rather than a coordinat- 
ing dean—then the signs of decline 
are upon it. 

Oct. 29—Fall planting. Score: twen- 
ty-four Scotch and Austrian pines on 
the hillsides. Stuart Chase: “The Tyr- 
anny of Words.” A strong plea for 
specific, definite, direct writing and 
speaking. An editor knows how cir- 
cuitous the human mind can be in 
expressing a thought. Examples from 
dental writings: 

“Only too frequently does the pre- 
X-ray reveal lurking conditions which 
like falcons are ready to pounce upon 
the operator, in the course of opera- 
tion.” 

“The tissues resent the visitations 
of a foreign body.” 

“Suggestion, either of the autogen- 
cus type or the transmitted may be 
ruled out, unless the factor of tele- 
pathy be admitted, by the simple ex- 
pedient of using plain water instead 
of the solution, and asking the patient 
if it hurts. The answer is generally 
convincing.” 

Nov. 1—Letter received from How- 
ard Raper in Albuquerque, New Mex- 
ico. Mentions many clippings sent to 
him regarding the deaths (73 up to 
November 11) from elizir of sulfanil- 
amide. Raper’s excellent article in 
this magazine described use of valu- 
able drug as properly used in pure 
form. Toxic agent in elizir is diethy- 
(Continued on page 598) 
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